COMPLIMENTS  OF  THE  D.  W.  KABN  CO.,  LIMITED,  WOODSTOCK,  CANADA. 


The  Perfect  Piano. 


New  Scale  Karn  Piano 

Superior  to  all  Others. 


OVER  76,000  INSTRUMENTS  MADE  AND  SOLD  IN  ALL  PARTS  OF  THE  WORLD. 


Every  Instrument  Guaranteed  for  10  years. 


Karn  Piano 


THE  ARTISTIC  KARN  PIANO. 


KARN  PIANO==The  Favorite 


“The  Pianauto/*  the  only  Perfect  Piano  Player 


KARN  PIPE  ORGANS 


Instrument  Warranted  for  Ten  Years. 


D.  W.  Karn  Co.,  Limited,  Woodstock,  Ont. 

MANUFACTURERS  OF 

CHURCH  ORGANS,  PARLOR  ORGANS,  GRAND  AND  UPRIGHT  PIANOS, 
iPIANO  PLAYERS  (PIANAUTO),  MUSIC  STOOLS,  Etc. 


BUY  THE  KARN  PIANO.  The  Most  Durable  and  Reliable.  Warranted  for  Ten  Years. 


